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2 A I'j'i 1977 


MEMORANDUM FOR: Director of Data Processing 

SUBJECT : Contractor Computer Facilities Evaluation 

for Potential GFE 


1 . I amrequestingyourassistanceinevaluating_UTecomputer 

■■^Hgii^l^Hii^bj^rtivr^uiTbrTr^t^Tt^d 

Tn^\gency^T>rocurTn^^milar equipment and supplying it as GFE. 
Although this route appears to be cost effective, we would appre- 
ciate your official recommendations. 

2. I would envision this as being the initial step in reviewing 
all of our contractor facilities where computer equipment is used 
extensively. 


cc: OL/ADP 




Director 

Weapons Intelligence 
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